Brief comment text:

Please deny the petition from NextNav to alter the 33cm band. I want no changes made to 902MHz to 928MHz. I believe that NextNav would severely interfere with my operations as an amateur radio operator. NextNav would also certainly interfere with my ability to use the spectrum for Meshtastic purposes. Thank you for your consideration.
